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gÁd å RÁð gÀ À ÄR & D z ÁÀÀÄ O ÁUÈE AV ÉRT ÉS ÄÄAVÁZ À 

J ÁèE ÁS ÓÀU À ÀS A¢ üz ÀD z ÁZNALA 


ENERGY SECRETARIAT 


Sub : Tender Evaluation Committee for procurement of coal for 1200 MW Udupi Power 

project of M /s. UPCL -reg. 


Read : 1. Government Order No. EN 23 PPT 2018 Dated : 04 .06 . 2018 . 

2. PCKL letter No. PCKL/ A1/12 /2005 - 06 / 3885- 86 Dated : 15 . 12 .2018 . 
3. F D letter No. FD / 1216 /2 É Áh 2/2018 Dated: 23 .11.2018 . 
4 . NTPC letter No. CC/FM /574 Dated : 21. 10 . 16 . 


PREAMBLE : 


1. 


The Tender Evaluation Committee was formed Vide Government order read at (1) above , to decide on the issues related to 
procurement of 3.0 MMTPA + 25 % imported coalby Udupi Power Corporation Limited on long term basis for 1200 MW Udupi 
Power Project with the following members . 

1 . The Director (Finance),KPCL – Chairman . 


2 . The Director (Technical), BESCOM – Member. 


3. The Director (Technical), HESCOM – Member. 


4 . The Chief Engineer (Fuels), KPCL - Member. 


5 . Representative from Finance Department. GoK – Member. 


6 . Representative from NTPC , Preferably a senior officer involved in procurement of imported coal – Member. 


7 . The Additional Director , PCKL - Convener . 

The Director (Technical) of MESCOM , GESCOM and CESC are the permanent invitees to the meeting of this 
committee . 


2. 


PCKL in the letter read at (2) above stated that Finance Department have vide letter read at ( 3) above, informed that, as per 
circular Dated : 27 . 11. 2003 the officers of Finance Department cannot be deputed for Tender related committees. 


Further M /s. NTPC vide letter read at (4) above, informed that as a policy NTPC do notparticipate in Tender committees 
meetings of another company / organization . 


3 . 


In view of the above , PCKL has requested to reconstitute the Tender Evaluation Committee for procurement of coal on long 
term basis for UPCL Plant. It is proposed to reconstitute the Tender Evaluation committee and hence the following order. 
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GOVERNMENT ORDER NO .EN 49 PPT 2018 , BENGALURU , DATED 02 JANUARY 2019 
In the circumstances explained in the Preamble, Government is pleased to reconstitute the Tender Evaluation Committee 
consisting with following members to decide on the issues related to procurement of imported coal by Udupi Power Corporation Limited 
on long term basis for 1200 MW Udupi Power Project: 

1. The Director (Finance),KPCL - Chairman . 
2. The Director (Technical ), BESCOM – Member. 
3. The Director (Technical), HESCOM – Member. 
4. The Director (Technical), MESCOM – Member. 
5 . The Director (Technical), GESCOM – Member . 
6 . The Director (Technical), CESC - Member. 
7. The Chief Engineer (Fuels), KPCL - Member. 
8 . The Additional Director, PCKL - Convener. 


PR - 67 
SC - 20 


By Order and in the Name of Governor of Karnataka, 

B . V SRINIVASAIAH 
Under Secretary to Government, 

Energy Department. 


a Á Â åa ÀÄUPRJÁ PÉ, À 9 Á®AiÀ 
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COMMERCE AND INDUSTRIES SECRETARIAT 
Sub : Amendment to the earlier approved project proposal of M /s . National 

Institute of Engineering Society to establish a “ Engineering Education ” unit 

at Adakanahalli Industrial Area , Mysuru District - reg . 
Read : 1. Proceedings of the 107th State Level Single Window Clearance 

Committee ( SLSWCC ) meeting held on 15 .02.2018 . 
2. Government Order No. Ci 59 SPI 2018 , dated 23.02. 2018 . 
3. Proceedings of the 113th State Level Single Window Clearance 

Committee ( SLSWCC ) meeting held on 07 .01.2019. 


Preamble : 


The project proposal of M /s . National Institute of Engineering Society, Manandavadi Road , Mysuru has submitted a project 
proposal seeking SLSWCC approval to establish a " Engineering Education ” unit with an investment of Rs. 207 .00 crore in 50 Acre of 
contiguous land at Adakanahalli Industrial Area, Mysuru District was approved in 107th SLSWCC meeting held on 15 .02 .2018 . 
Accordingly G .O . No . Ci 59 SPI 2018 , dated 23.02.2018 was issued read at (2 ) above. 

The KIADB issued the allotment letter bearing No. IADB /HO / Allot/ 22017 / 6076 / 2018 - 19 dated 24 .07.2018 informing the 
allotment of 50 acres of land in plot No. 214 ,215 ,216 ,217 ,218 ,219,220 ,221,222,223, 224, 226 , 227 ,228 ,229 ,230 ,231,232 ,233 234 & 235 of 
Thandya 2nd Phase Industrial Area , Mysuru District. 

As per information provided by the promoter (in the application Sl.No. 12 ) the activity of the project was approved as 
“Engineering Education ”. 

The promoter vide letter dated 23 .11.2018 requested to Change the activity of the project from “Engineering Education ” to “ NIE 
University” . 

Recommendation of the meeting held under the chairmanship of Principal Secretary to Government, Commerce & 
Industries Department on 04 .01.2019 : 

The representative of the Society explained that earlier they propose to set up only an Institute for Engineering education , but 
the management has taken a decision to set up a University and requested SLSWCC approval for the said changes . 
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The above was noted and it was decided to recommend to SLSWCC for approval of change of activity of the project from 
" Engineering Education ” to “University” adhering to UGC guidelines and subject to approval of University by State Government. 

The proposalwas examined & approved in the 113th SLSWCC Meeting held on 07 .01. 2019. 

Government has examined the recommendations made by the 113th State Level Single Window Clearance Committee 
(SLSWCC ) meeting held on 07 .01. 2019, in all aspects . 
Hence the following order. 

GOVERNMENT ORDER No. CI 24 SPI 2019 , BENGALURU, DATED 30 .01. 2019 
Government is pleased to approve change of activity of the project from “Engineering Education ” to “University ” adhering to 
UGC guidelines and subject to approval of University by State Government. 

All other terms and conditions indicated in the Government Order No. Ci 59 SPI 2018 , dated 23.02 . 2018 read at ( 2 ) above, 
remain unaltered . 
PR -72 

By Order and in the name of the Governor ofKarnataka, 
SC - 10 

NAGARATHNAMMA . G 
Desk Officer ( Technical Cell), 
Commerce & Industries Department. 


Sub : 


Read : 


COMMERCE AND INDUSTRIES SECRETARIAT 

Amendment to the earlier approved project proposal of M /s. Dhruvdesh 
Metasteel Pvt . Ltd . to establish “Mini Integrated Steel Plant with 10 MW 
Captive Power Plant" at Hirebaganal Village, Ginegera Post, 
Koppala District - reg . 
1) Proceedings of the 13th State High Level Clearance Committee 

(SHLCC ) meeting held on 13. 03 .2008 . 
2 ) Government Order No . CI72 SPI 2008 , dated 29.04 .2008 . 
3) Corrigendum No. Cl 36 SPI 2010, dated 19 .02. 2010 . 

Proceedings of the 33rd State High Level Clearance Committee 

(SHLCC)meeting held on 19.11.2013. 
5) Government Order No. CI 36 SPI 2010, dated 13 .01.2014 . 

Proceedings of the 100th State Level Single Window Clearance 

Committee ( SLSWCC ) meeting held on 20 .06 .2017 . 
7 ) Government Order No. CI 179 SPI 2012, dated 03.07.2017. 

Proceedings of the 113 State Level Single Window Clearance 
Committee (SLSWCC) meeting held on 07 .01.2019 . 


4 ) 


8 ) 


Preamble : 


The project proposal of M /s . Dhruvdesh Metasteel Pvt. Ltd . to establish “ Mini integrated Steel Plant with 10 MW Co -Generation 
Plant” in 46 .07 acre of land adjacent to their existing sponge iron plant in Hirebaganal Village , Ginigere Post, Koppala Taluk & District 
with an investment of Rs . 145 .78 crore providing employment to 362 persons was accorded approval in 13th SHLCC meeting held on 
13.03.2008 . Accordingly Government Order was issued vide read at (2) above . 

Further Government in its Corrigendum No.Cl 26 SPI 2010 , dated 19.02. 2010 vide read at ( 3) above amended to the 
Government order vide No. CI 72 SPI 2008 , dated 29.04. 2008 and approved the project proposal to establish “Mini Integrated Steel 
Plantwith 10 MW Captive Power Plant” instead of “Mini Integrated Steel plant with 10 MW Co -Generation Plant”. 

Further, the 33 SHLCC in its meeting held on 19. 11. 2013 accorded approval for extension of time to implement the project by 
two years up to 12 .01.2016 . Accordingly Government Order was issued vide read at (5 ) above . 

On the request of the compnay, subject was placed before the 100th SLSWCC in its meeting held on 20 . 06 .2017 accorded 
approval for extension of time to implement the project by three years . Accordingly Government Order was issued vide read at (7 ) 
above . 


Now the company in their letter dated 03. 12. 2018 have requested for change in status of the 10 MW captive Power Plant to 10 
MW Co -generation IPP . 


In the said letter they have informed that in order to enable the company to export the power under open access system they 
have been advised by KPTCL to change the status of 10 MW capacity captive power plant to 10 MW Co -Generation IPP so as to enable 
them to issue the NOC for export of power under open access system . Therefore they have requested for amend the status of 10 MW 
capacity captive power plant to 10 MW Co -Generation IPP with immediate effect. 
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The company has sought approval for; 
Amend the status of 10 MW capacity captive power plant to 10 MW Co -Generation IPP with immediate effect. 


Recommendation of the meeting held under the chairmanship of Principal Secretary to Government, Commerce & 
Industries Department on 04 .01. 2019 : 


The representatives of the company explained that they have commissioned 10 MW Power Plant which is partly run by the 
waste heat generated in the Rotary Kiln of Sponge Iron Plant and partly by fueling with Coal. As per KPTCL norms Independent Power 
Projects (IPPs) are allowed to export power under open access system . Further, they are utilizing only part of the power generated by 
them and rest they want to export to the Grid . Hence he has requested to change the nature of the power project as “ Co -Generation 
IPP ” instead of "Captive Power Plant”. 


The discussion on the company s request for extension of time at Sub .No.4 and the above details were noted in the meeting 
and after detailed discussions it was decided to recommend to SLSWCC to change the nature of the power project as “Co-Generation 
IPP” instead of “Captive Power Plant”. 

The proposalwas examined & approved in the 113th SLSWCC Meeting held on 07.01. 2019. 
Government has examined the recommendationsmade by the SLSWCC in all aspects . 
Hence the following order. 

GOVERNMENT ORDER NO. CI 25 SPI 2019, BENGALURU , DATED 01.02.2019 
Government is pleased to approve change in nature of the power project as “ Co -Generation IPP " instead of “Captive Power 
Plant". 


All other terms and conditions indicated in the Government Order No. Cl 72 SPL 2008, dated 29. 04 .2008 read at (2 ) above , 
remain unaltered . 
PR - 73 

By Order and in the name of the Governor of Karnataka , 
SC - 10 

NAGARATHNAMMA .G 
Desk Officer (Technical Cell), 
Commerce & Industries Department. 


COMMERCE AND INDUSTRIES SECRETARIAT 
Sub : Approval to the proposal of M /s. Ashirvad Pipes Pvt. Ltd . 

to establish a unit for manuafcture of “ Plastic pipes and Fittings” at 

Ichangoor Village , Anekal Taluk , Bengaluru Urban District . 
Read : 1) Proceedings of the 57th Land Audit Committee (LAC) meeting held on 

05 .11.2018 
2) Proceedings of the 113th State Level Single Window Clearance 

Committee (SLSWCC ) meeting held on 07 .01. 2019 . 


Preamble : 


M /s. Ashirvad Pipes Pvt. Ltd . has proposed to establish a unit formanuafcture of “Plastic pipes and Fittings” with an investment of 
Rs. 120.00 crore, generating employment to about 780 persons at Ichangoor Village , Anekal Taluk, Bengaluru Urban District. 

In the 57th Land Audit Committee meeting held on 05 . 11.2018 , the representative of the company appeared before the committee 
and highlighted the project proposal. 

The company representative further informed that; 
► The company has entered into a partnership with Aliaxs S . A and in India they are operating two manufacturing plants one 

in Bangalore and the other one is Bhiwadi, Rajasthan . 
They are into manufacture of PVC pipes employing more than 4000 people and the company s sales turn over during 

2017 - 18 is Rs.2435 crores. 

The Committee noted the request of the company , after detailed discussions, resolved to recommend to SLSWCC for approval 
of the project of M /s. Ashirvad Pipes Pvt. Ltd . to establish a unit formanuafcture of “ Plastic pipes and Fittings” in 2.04 acres (8274 Sq. 
mts ) of own land at Ichangoor Village, Anekal Taluk , Bengaluru Urban District. 

The proposalwas examined & approved in the 113th SLSWCC Meeting held on 07 .01. 2019. 
Government has examined the recommendationsmade by the SLSWCC in all aspects . 
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Hence the following order. 

GOVERNMENT ORDER No . Ci 20 SPI 2019, BENGALURU, DATED 30 .01.2019 
Government is pleased to accord in -principle approval to the investment proposal of M /s . Ashirvad Pipes Pvt. Ltd . to establish a 
unit for manuafcture of “Plastic pipes and Fittings” with an investment of Rs . 120 .00 crore generating employment to about 780 persons 
at Ichangoor Village , Anekal Taluk, Bengaluru Urban District with the following infrastructure assistances, incentives and concessions: 
Land 

: 2. 04 acres (8274 Sq . mts ) of own land at Ichangoor Village , Anekal Taluk , Bengaluru Urban District 
Water 

: 8000 LPD from KIADB 
Power 

| 6000 KVA from BESCOM 
Incentives & : As per Industrial Policy of the State 
Concessions 

Sanction of the above infrastructure assistances , incentives and concessions is subject to the following terms and 
conditions: 

1 . Environment: The company to obtain Consent for Establishment and Consent for Operation from KSPCB and environmental 

clearance from MoEF, Govt . of India or the Dept of Forest, Ecology & Environment, Govt . of Karnataka , if applicable . 
2 . Employment: The Company shall comply with the provisions of applicable Policy of the State of Govt. of Karnataka with 

respect to local employment on the project. Prepare a plan for development of Human Resources required for the project, 
train local people. A copy of Human Resources Development plan shall be sent to the Commissioner for Industrial 

Development & Director of Industries and Commerce for monitoring. 
3. Vendor Development: Wherever there is scope for vendor development for the project , the company shall prepare a vendor 

development plan , develop local vendors and procure the required inputs, components and sub - assemblies from these local 
vendor units . A copy of the vendor development plan shall be sent to the Commissioner for Industrial Development & Director 
of Industries and Commerce for monitoring. 
Social Infrastructure Development: The Company is advised to take up social infrastructure development projects in the 
vicinity of the proposed location of the unit and comply with the stipulation of Company Act 2013. A copy of such projects shall 

be sent to the Commissioner for Industrial Development & Director of Industries and Commerce for monitoring . 
Others : 
a) The company shall adopt rainwater harvesting, waste water recycling and water conservation techniques. Zero discharge 

facility should be adopted wherever applicable . 
b ) The company shall take all statutory and other necessary clearances from the competent authorities including Govt. of India . 
c) As part of " Ease of Doing Business " Government vide order No. Ci 89 SPI 2013 , Dated : 20 . 12 . 2014 has accorded approval 

to operationalise e -Udyami Phase Il for obtaining various clearances / approvals / licenses etc. through common e -platform 
for the projects approved through District Level Single Window Clearance Committee (DLSWCC ) or State Level Single 

Window Clearance Committee ( SLSWCC) or State High Level Clearance Committee (SHLCC ) w .e.f. 01.01.2015 . 
d ) The approvals / NOCs of following Departments have been covered under Phase II of e-Udyami. 

i. Karnataka Industrial Areas Development Board . 

Karnataka Small Scale Industries Development Corporation . 
iii . Karnataka State Pollution Control Board . 

Factories , Boilers , Industrial Safety and Health Department 

Industries and Commerce Department 
vi. Town Planning Department and Local Planning Authorities 
vii . Municipal Administration Department 
viii . BESCOM /GESCOM /HESCOM /CESCOM /MESCOM 
ix . Karnataka State Fire and Emergency Services Department 

X . Water Resources Department 
e ) The login and passwords which are used for filing application through e -Udyami Phase I are also applicable for filing 

application through e -Udyami Phase II. E -Udyami Phase web application may be accessed through 
www .ebizkarnataka . gov . in and online application along with necessary documents may please be filed for any of above 
Departments approval / NOCs. 
Karnataka Udyog Mitra (KUM ) would provide the necessary escort services for the speedy implementation of your project. 
You are requested to inform the progress made in the implementation of the project every quarter in the proforma. 

This approval is valid for a period of two years from the date of issue of this Government Order . 
PR -74 

By Order and in the name of the Governor of Karnataka , 
SC - 10 

NAGARATHNAMMA .G 
Desk Officer (Technical Cell), 
Commerce & Industries Department. 
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COMMERCE AND INDUSTRIES SECRETARIAT 
Sub : Approval to the proposal of M /s . Ranjitpura Infrastructure Pvt. Ltd . to establish “Iron 

Ore Washing Plant, DRI, Billets, Induction Furnace and Power” at Rajitpura Village , 

Sandur Talulk of Ballari District. 
Read: 1) Proceedings of the 5th State Level Single Window Clearance Committee 

(SLSWCC ) meeting held on 24 .01. 2005 . 
2) SLSWCC Clearance No . KUM /SLSWCC -5/AD /203/2004 -05, dated 01.02 .2005 . 
3 ) Proceedings of the 34th State Level Single Window Clearance Committee 

(SLSWCC )meeting held on 07.07 .2007 . 
4) SLSWCC Clearance No. KUM /SLSWCC- 34 /AD/ 203/2007 - 08 , dated 18. 07.2007 . 
5 ) Proceedings of the 113th State Level Single Window Clearance Committee 

( SLSWCC ) meeting held on 07.01. 2019 . 
Preamble : 

The project proposal of M /s. BMM Ispat Ltd . to establish a unit for Manufacture of “ Iron Ore Beneficiation Plant of capacity 1. 3 
MMTPA” with an investment of Rs. 35 .00 crore was approved in the 5th SLSWCC meeting held on 24 .01. 2005 in 23.4 acres of 
industrially converted land owned by the company, at Sy . No. 42,44 ,60 /P1C , 65P /14 & 65P /12, Ranajithapura , Sandur Taluk , Ballari 
District and accordingly , office letter was issued vide No. KUM / SLSWCC -5 /AD /203/2004 -05 , dated 01.02.2005 . 

Again based on company request subject was placed before 34th SLSWCC meeting held on 07 .07. 2007 . The committee 
recommended to KIADB to acquire and allotment 266 .26 acres of land on consent basis for waste dump yard , raw material and finished 
goods storage facility adjacent to the company Iron Ore Beneficiation Plant at Ranjithapura, Sandur Taluk , Ballari District accordingly, 
office letter was issued vide No.KUM /SLSW CC -34 /AD/ 203/2007 -08 , dated 18 .07 .2007 . 

The company vide letter dated 07.07.2018 has informed that, Preliminary Notification issued under section 28 ( 1) of KIADB Act 
1966 No. CI 824 SPQ 2007. Further, KIADB have jointly conducted JMC on dated 31.03. 2018 of the said land along with ADLR Ballari, 
Tahasildar, Sandur and have forwarded the file to KIADB Head Office for processing the file for Final Notification under section 28 (4 ). 

CEO & EM , KIADB has sent a proposal to Government for final notification of 212 acres and 97 cents on 30 . 06 .2018 . 

Now the company has requested for the project approval and following infrastructure support and Incentives & concessions for 
the project: 

1. Transfer of project approvals from M /s. BMM Ispat Ltd . to M /s. Ranjithpura infrastructure Pvt. Ltd . 
2 . Expansion of Project activities. 

In addition to the existing clearance for Beneficiation Plant, dump yard , raw material and finished goods storage facility 
Company also seek clearance for expanding the project as given below . 
a) Blast Furnace 

450 Cubic Meters. 
b ) Sinter plant 

90 Sq.Mtrs . 
c ) Basic Oxygen Furnace /EOF 

2X40 Tons. 
d) Oxygen Plant 

2X125 TPD . 
e) Power Plant - BF Gas usage 

10MW . 
f) Rolling Mill 

6 ,00 ,000TPA. 
g ) Finished Products 

TMT Bars, Billets , 

Special Steels . 
3 . Approval of following infrastructure support and Incentives & concessions: 
i. Investment: Additional investment of Rs. 458 . 00 crore 
ii. Water : Existing permission to draw 6 ,00 ,000 LPD from Narihalla Dam – to be increased for 2550 cubic Meters per 

Day. Permission to draw water from Ground Water & Natural stream (KorakalluHalla ) passing through the 

land for 4000 cubic Meters/day . Totalling to 6550 cubic Meters /day. 
iii . Power : Existing permission 

2500KVA from GESCOM 
Additional Permission 

15000 KVA from GESCOM 

17500 KVA from GESCOM 
iv . Incentives & Concessions : AS per Industrial Policy 2014 -19 

Recommendation of the meeting held under the chairmanship of Principal Secretary to Government, Commerce & 
Industries Department on 01. 10 .2018 : 


Total 
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The representatives of the company explained the action taken to implement the project. It was noted in the meeting that 
complete characteristic of the project is changed . Earlier it was proposed to set up only Iron Ore Beneficiation Plant with an investment 
of Rs. 35 .00 crore and now a Steel Plant with an enhanced investment of Rs.458 crore are proposed and the entity for implementing the 
project is also changing. After detailed discussions , it was decided to recommend to SLSWCC to advise the representatives of the 
company to submit a fresh proposal for the project. 

Accordingly , the subject was discussed in the 112th SLSWCC meeting held on 16 . 10 . 2018 . The Committee noted the 
request of the company and recommendation of the meeting held on 1 . 10 . 2018 and after detailed discussions , resolved to 
advise the representatives of the company to submit a fresh proposal for the project. 

Now , the company has submitted fresh proposal in the name M /s. Ranjitpura Infrastructure Pvt. Ltd . seeking SLSWCC approval 
to establish the " Iron Ore Washing Plant, DRI, Billets, Induction Furnace and Power” units with an investment of Rs. 475 .00 crore in 
212 . 97 Acres of KIADB land (by SUC ) at Sy . No. 40 , 41 ,42,43, 44 , 45 , 47 , 53 & 54 at Rajitpura Village , Sandur Talulk of Ballari District, 
which is already cleared and final notification 28 (4 ) is issued for M /s . BMM Ispat Ltd . vide GO No. Cl 137 SPQ 2018 , datd 02. 11. 2018 
being acquired for 212.97 Acres through KIADB . 

The company has requested following infrastructure facilities ; 
Land : Transfer of land in favour of M /s. Ranjitpura Infrastructure Pvt. Ltd . from M /s. BMM Ispat Ltd ., which is already 

cleared and final notification 28 (4 ) is issued for M /s . BMM Ispat Ltd . vide G .O . No . Cl 137 SPQ 2018 , 

dated 02 .11. 2018 being acquired for 212 .97 Acres through KIADB . 
Water : 40, 00 ,000 LPD from Ground Water, 6 ,00 ,000 LPD from KUW SSB /WRD , 2 ,00 ,000 LPD from Rainwater 

Harvesting 
Power: 17 ,000 KVA Power from GESCOM . 
Incentives & Concessions: As per Karnataka Industrial Policy 2014 - 19 . 
The proposal was examined & approved in the 113th SLSWCC Meeting held on 07.01.2019. 
Government has examined the recommendationsmade by the SLSWCC in all aspects . 
Hence the following order . 

GOVERNMENT ORDER No. CI 21 SPI 2019 , BENGALURU , DATED 30 .01. 2019 
Government is pleased to accord approval to the investment proposal of M /s. Ranjitpura Infrastructure Pvt. Ltd . to establish 
“ Iron Ore Washing Plant, DRI, Billets , Induction Furnace and Power " with an investment of Rs. 475.00 crore at Rajitpura Village, Sandur 
Talulk of Ballari District with the following infrastructure assistances , incentives and concessions : 


Land 


Transfer of land in favour of M /s . Ranjitpura Infrastructure Pvt. Ltd . from M / s . BMM Ispat Ltd . 
which is already cleared and final notification 28 (4 ) is issued for M / s . BMM Ispat Ltd . vide G .O . No. 
CI 137 SPQ 2018 , dated 02 . 11.2018 being acquired for 212. 97 Acres through KIADB land (by 
SUC ) at Sy. No. 40 , 41 ,42,43 , 44 , 45 , 47 , 53 & 54 at Rajitpura Village , Sandur Talulk of Ballari 
District. 


Water 


40 ,00 ,000 LPD from Ground Water, 6 ,00 ,000 LPD from KUWSSB /WRD , 2 ,00 ,000 LPD from 
Rainwater Harvesting 
17,000 KVA Power from GESCOM . 


Power 


. 


Incentives & : As per Industrial Policy of the State 
Concessions 

Sanction of the above infrastructure assistances, incentives and concessions is subject to the following terms 
and conditions: 

Environment: The company to obtain Consent for Establishment and Consent for Operation from KSPCB and environmental 
clearance from MoEF, Govt . of India or the Dept of Forest, Ecology & Environment, Govt. ofKarnataka ,if applicable . 
Employment: The Company shall comply with the provisions of applicable Policy of the State of Govt . of Karnataka with 
respect to local employment on the project. Prepare a plan for development of Human Resources required for the project, 
train local people . A copy of Human Resources Development plan shall be sent to the Commissioner for Industrial 

Development & Director of Industries and Commerce for monitoring. 
3 . Vendor Development: Wherever there is scope for vendor development for the project, the company shall prepare a vendor 

development plan , develop local vendors and procure the required inputs , components and sub - assemblies from these local 
vendor units . A copy of the vendor development plan shall be sent to the Commissioner for Industrial Development & Director 
of Industries and Commerce for monitoring. 
Social Infrastructure Development: The Company is advised to take up social infrastructure development projects in the 
vicinity of the proposed location of the unit and comply with the stipulation of Company Act 2013 . A copy of such projects shall 
be sent to the Commissioner for Industrial Development & Director of Industries and Commerce for monitoring . 
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5 . 


Others : 


d ) 


The company shall adopt rainwater harvesting, waste water recycling and water conservation techniques. Zero 
discharge facility should be adopted wherever applicable . 
The company shall take all statutory and other necessary clearances from the competent authorities including Govt. of 
India . 
As part of “ Ease of Doing Business " Government vide Order No. Ci 89 SPI 2013, Dated : 20. 12 .2014 has accorded 
approval to operationalise e -Udyami Phase II for obtaining various clearances / approvals / licenses etc . through 
common e-platform for the projects approved through District Level Single Window Clearance Committee (DLSWCC) or 
State Level Single Window Clearance Committee (SLSWCC ) or State High Level Clearance Committee (SHLCC ) w .e.f. 
01.01. 2015 . 
The approvals / NOCs of following Departments have been covered under Phase II of e-Udyami. 

i) Karnataka Industrial Areas Development Board . 
ii) Karnataka Small Scale Industries Development Corporation . 

Karnataka State Pollution Control Board . 
iv) Factories, Boilers , Industrial Safety and Health Department 
v ) Industries and Commerce Department 
vi) Town Planning Department and Local Planning Authorities 
vii) Municipal Administration Department 
viii) BESCOM /GESCOM /HESCOM /CESCOM /MESCOM 
ix ) Karnataka State Fire and Emergency Services Department 

x ) Water Resources Department 
The login and passwords which are used for filing application through e-Udyami Phase I are also applicable for filing 
application through e-Udyami Phase II. E -Udyami Phase Il web application may be accessed through 
www . ebizkarnataka.gov .in and online application along with necessary documents may please be filed for any of above 
Departments approval / NOCs . 
Karnataka Udyog Mitra (KUM ) would provide the necessary escort services for the speedy implementation of your 
project. You are requested to inform the progress made in the implementation of the project every quarter in the 

proforma. 
This approval is valid for a period of two years from the date of issue of this Government Order. 

By Order and in the name of the Governor of Karnataka , 

NAGARATHNAMMA . G 
Desk Officer (Technical Cell), 
Commerce & Industries Department. 
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a Á Â å? Ä ÄÛPÉJÁ PÉ À 2 Á®AiÀ 
« HÀIẺ LÀtÉAL M Á 8 MŨ C ©0 2BÀ, D VÀ Áỹ A É ( D gi &r ) 9 ÁUỀ VÀ ĐÁÕÀ © fỆT 

E f Ä Ä ÄU Àï (n ©L ) AiÉÃO E ÁiÄ a ÀÁUÀ , À UÀMÀ È Rj Ã¢ À ÄN gà DÄO ÁU È 

VÈVÃAiÀ , À, À iÀ VÀ Á À É(Third Party Inspectin) C VÀ À À ÀS UĚ 
NZ À ÁVZ É 1 , RÁðj Dz ÁŁÀ , ÀS 1L 151 ) 7L 2013 , (; 1);¢ £ ÁAPÀ 20.09.2013 . 

2. , ÀÁðj Dz ÁHÀ, ÀS & 1 L 111 ] , ; L 2017 , ¢ £ ÁAPÀ19 .05.2017 . 
3. ÁÁðj Dz ÁÀ, ÀS & ? L 111 ) . 7; L 2017 , ¢ £ ÁAPÀ05.08.2017 . 
4. DAPÄÄPÄ PÄÄ À Úa AVÄÙ a S À PÊJÁ PÁXÀ Z Žð + À Á®AiÀ " BUNGA 

E À À À À ÀS Á PÉn AiÄDgï& r / 2018- 19, ¢ £ ÁAPÀ 7.12.2018 . 
* ABÁÊU À É 

a Ä É NZ À ÁZ À (1)9 À SÁð GÀ À DZ ÁLÀ À è G VÁà À Á a DAX À ÃS G V S À À ÀÄN O É À ÀLÉÃZ À Á a AVÄÛ C OU À Þ 
À , O XÀ (Dgï & r ) , Á À ÉÉ O ÁUÈ Á EgÃ À , À PÉÃZ À Á a ÄVÄÛ C ©G DÀ, O XÀ ÄS § ®¥À , MÄ Dy / PÀ , À ÁAiÀ Ã Ã À 
AiÉÃO E Ó Év ÁWêÀC £ÃO ÉÃZ À Éx Ã À ÁVZ É 

a Ä É NZ À ÁZ À (2)gÀ, ÀÁð g À À Dz Á+À À è 2017 - 18£ Á , Áº £ À AI ÉÃO E ÁI ÀÁZ À 2 A VÁ G Z & ÄJXU ÁV SLÄPÀ ÁV MAZĂ 
Business incubator , ÁÏ Ã ÀAIÉÃO £ ÉÉ , AÁÆ gÀ ÀV ÁWÈ ÀC £ Ã ÉÃZ À É Ã À ÁVZ É 


N 


¥ 
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a ÄÄ ÉNZ À ÁZ À (3) g À RÁð g À ÀD z ÁŁÀ À èa À MÁ G Z & ÄJÄGU ÁV ¥ häPÀ ÁV MAZ À Business incubator ÁÏ Ã ÀAiÉÃO E BÉ 
ÀÁð gÀ À C Awa À CEÃO ÉÃZ À ÁIEA¢UÉ « a À À ÁZ À a AÁUÀ £a (Operational Guidelines ) UNÀ ÀIA CO À BÁÊU À É XÀ ĀS UẢg AN1 
PỆUÁ ĐÁ 8 ÂM 20 14 - 9g À ®” k g 2G và £À A« AMUE / ề À AOAIÊÃd fÁiẤ& ĂN C£ÃI ÁkÉh, BẢ C£Ã £Ãz AEK AT É 

a ÄÃ ÉNZ À ÁZ À (4) gÀ¥ à deÀ È D AJĀPĀ , PIŠE , À Úa ÅVÄÙA AZ & À PÊJÁ PÓ NGÀ QIZ ÉV UÀ Á®AJA " ÁUÀÆgÀ E 2 NA Dgir 
Dy ðPÀ £6 À Å AiÉÃO E ÁĀ gÁd å À Ö Àa Äld Æg Áw À ÄwAiÃO è ( i ) 1.1 ) a Ad Æg Áw ¥À É À À ÔNGAZ À CEÃO ÉÃ¢ vÀ 
AiÄAvÉÃ ÀÀÀ /G ¥ ÀS À UNÀ ASRj Ã¢ Â À, AD Ä ÁV MÁqÀi/PÉMĒU À TUNÀ ĀS PÉ PÁAJÄÝ C £ Ã ÁgÀPÀÁIÄⓇÄ O ÁUÀÆ ÀS AZ À À Ö 
fbiA dAn az Éð ŁÀSÄ Rj Ã¢ À ÄWAIA , À À À ÁUÀ ÉPÁZ À Add Æg Áw Dz ÁŁÀ À è , £a , À ÁVZ É CZ À ÀvÉ , ÀS AZ À À Öf - HA 
PÁO dAn az Áð LÀÀÀ RjÃ¢ À ÄWALA À À À ÁS 1 PÉn AiÄ e Az ÀPÀË Dz ÄŁÀ À ÃSO ÉgÀ À ÀvÉPÉÃI DÀN ÁVÉ 

ÄÄAZÃ DE A a B É NzÀ ÁZ À ( 1) aÀÄÛ (3) gÀ ÀÁO GÀ À DZ ÁLÀ NÀ È Rj Ã¢ À ÄWAJĀ SUĚ À À 
a AÁUÀ, £a UÀ®¢ gÃ À AZ À C£Ã ÉÃ¢ vÀ , À , ON NÀ ÈRjÃ¢ À ÄNAJÄE ÄS g£ Ã Â À Ca ÀÅ ÁVg ÄVÉN É DZ X AZ À F. PÉLÈS ÀVÉ 
Rj Ã¢ À ÄNAPÄE AS À À AZ ÁVZ ÉJ Az A w1/ 2 GAV AQ É 


7 


Vice Chancellor/Dean /Principal of respective Institutions/ College 


Chairman 


Registrar /HOD of the respective procuring Department of the Institution /College 


Vice Chairman 


Joint Director, District Industries Centre of concerned District 


Member 


Member 


Lead District Manager of respective District 
President, District Industry Association 


Member 


Member 


Industry MSME/Large to be co -poted by the Committee (Miimum of 1 from 
MSME , one from large Industry in the District) 


2 


1 


A 


Finance & Acounts Officer of the Enginnering College/Institutions 

Member 
8 Project investigator/Faculty members of the proposed project 

Member Convener 
D gi & r 9 A An L AiáÃd & GÀ LÀ MUÉP ÀVÀ ÀVÀ ÁN CER Á À ©c ÄUÀ Éa Ác Ma ha Ez ĐÃ MÃAIẢ VÀ Á À É( Third 
Party inspection ) fÀ E ADÄ CUÀN ÁZ A " Á« À ÁVZ É E z ÀÂN VÀÀÄ À a É ĂN DAPÀ À ÔNNAZ À " .So ÄR ÁVZ É F PEÃ¢ Az À 
CER Áf À ÁUE XE® " VÀ EPÀ CỐ NAIÁ $ VÀÁIÁU ĂN À8 UẼ R a và A 1 PEAC AV ÁUÃ Â VÀÃAIẢ À, GIÃ VÀ Á À Ái A8 
TECSOK A B 2 Af 3 5 3 9 g Áz É Dz AZ AD gi &r MAUn QL AiáÃd £ BÀÀ R / AC A ĂN gÀ BÃ º ÁUk vềÃAIẢ À, GIÃ 
VÁ, À ÉPÄE ÄS TECSOK , À , ÄAZ À E SEAÄ C£ÃO ÁUÃ ÀVÉS Á ÉNZ À ÁZ À( 1) a ÀÄÛ(3) gÀ , ÀÁÓJ DZ ÁLÀ ÀLUÉ, ÁY À Q ÉDz ÁHÀ 
O ÉgÀ , Ã ÀvÉPÉÃ ÂÁð g ÀË¥ BÁÊU À É, À È g ÄVÁſ É 
DRÁÊN À Á JÄEÄS PÀ®APÄU À ÁV ¥ À2ÃO 1 F 2 ÄÄ¢ £ÀVÉDZR Z É 

L NÁO Dz + À AS & L 11 ] L 2019 , " ÁUkEg , ¢ £ ÁPÀ 30.01.2018 
BEÁÊN À Á Ã è« a À ? Z À CA UNNÀ » £ É É Ã è Dgi& r a ÀÄÛN ©L AiÉÃO E Ó NA VÀNÃAIA , À , QAVA À Á XE ÄR TECSOK 
À, ÄAZ À£ À E DÄO ÁU È F PÉÀÀ ÀVÉR jÃ¢ À ÄN gà , ÅBÄ C£À ÉÃZ À ÉB ÃT Z É 
Vice Chancellor /Dean /Principal of respective Institutions /College 

Chairman 
Registrar /HOD of the respective procuring Department of the Institution /College Vice Chairman 
Joint Director, District Industries Centre of concerned District 

Member 
Lead District Manager of respective District 

Member 


President, District Industry Association 


Member 


Member 


Industry MSME/Large to be co - opted by the Committee (Minimum of 1 from 
MSME , one from large Industry in the District) 


Finance & Acounts Officer of the Enginnering College/ Institutions 
Project investigator/Faculty members of the proposed project 


Member 
Member Convener 
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COMMERCE AND INDUSTRIES SECRETARIAT 


Sub : 


Amendment to the earlier approved project proposal of M /s. Sangmesh Sugars Ltd . to 
establish “ 2500 TCD Sugar Plant with 12 MW Co -generation Plant” at Devapurhatti 
Village , Raibag Taluk , Belagavi District - reg . 


Read : 


1) 


2) 
3) 


Proceedings of the 21st State High Level Clearance Committee (SHLCC ) 
meeting held on 29.03.2010 . 
Government Order No . CI 152 SPI 2010 , dated 29.04 .2010 . 
Proceedings of the 113th State Level Single Window Clearance Committee 
(SLSWCC ) meeting held on 07.01.2019 . 


Preamble : 


State High Level Clearance Committee in its 21st meeting held on 29.03. 2010 , has approved the project proposal 
M /s. Sangamesh Sugars Limited to establish a “ 2500 TCD Sugar Plant with 12 MW Co-generation ” with an investment of Rs .112. 00 
crore , generating employment to about 400 persons in 150 acres of land to be acquired and allotted by KIADB in Devapurhatti Village , 
Raibag Taluk , Belagavi District. Accordingly G .O . No . CI 152 SPI 2010 , dated 29 .04. 2010 was issued read at (2 ) above . 


Company vide its letters dated 22 . 06 . 2018 and 03 .07 .2018 has requested to drop the land acquisition proceedings of KIADB 
and to direct KIADB to refund initial land deposit made and has submitted as follows: 


1. Company has deposited an amount of Rs. 1,39,06 ,200/- to KIADB on 20 .4 . 2012 towards 40 % of tentative land cost for land 

acquisition . 


2. Company has submitted a performance Bank guarantee of Rs. 1.00 crore to the Chief Director (Sugar ) and IEM on 

06 . 07. 2010 . 


3. KIADB has initiated land acquisition proceedings on 11.06 . 2012 but has not proceeded to continue & complete the land 

acquisition proceedings and there is a delay by KIADB in completing the acquisition proceedings. 


4 . The time stipulated for implementing IEM and commencement of commercial production under section 6 - C of Sugarcane 

(Control) (Amendment) order 2006 stood lapsed resulting in de -recognition of IEM dated 06 .07 .2010 . 


Letter has been sent to KIADB on 09.07 .2018 seeking opinion on the company s request and Special Deputy Commissioner, 
KIADB vide his letter dated 02.08 .2018 has opined as follows : 


- ಅ) ಯಾವುದೇ ಕಂಪನಿಗಳು ಯೋಜನೆಗಳನ್ನು ಅನುಷ್ಟಾನಗೊಳಿಸದಿರುವ ಪ್ರಸ್ತಾವನೆಗೆ SHLCC/SLSWCC ಅನುಮೋದನೆ ಪಡೆಯಲು ತಿಳಿಸುವುದು. ಸದರಿ 

ಸಮಿತಿಯ ಅನುಮೋದನೆ ಪಡೆದ ನಂತರ ಪ್ರಸ್ತಾಪಿತ ಜಮೀನನ್ನು ಭೂಸ್ವಾಧೀನ ಕ್ರಮದಿಂದ ಕೈಬಿಡುವ ಪ್ರಸ್ತಾವನೆಯನ್ನು ಸರ್ಕಾರಕ್ಕೆ ಸಲ್ಲಿಸಲು 
ತೀರ್ಮಾನಿಸಲಾಗಿರುತ್ತದೆ. 
ಯೋಜನೆಗಳನ್ನು ಅನುಷ್ಟಾನಗೊಳಿಸದಿರುವ ಕುರಿತು SHLCC / SLSWCC ಯ ಅನುಮೋದನೆ ಪಡೆಯದಿರುವ ಏಕ ಘಟಕ ಸಂಕೀರ್ಣಗಳಿಗೆ ಇನ್ನು ಮುಂದೆ ಹಣ 
ಮರುಪಾವತಿ ಮಾಡದಿರಲು ತೀರ್ಮಾನಿಸಲಾಯಿತು. 

ಮೇಲ್ಕಂಡ ಅಂಶಗಳ ಹಿನ್ನೆಲೆಯಲ್ಲಿ ಸದರಿ ಮಂಡಳಿ ಸಭೆಯ ನಿರ್ಣಯದಂತೆ ಯೋಜನೆಗಳನ್ನು ಅನುಷ್ಠಾನಗೊಳಿಸದಿರುವ ಕುರಿತು SHLCC/ SLSWCC ಯ 
ಅನುಮೋದನೆ ಪಡೆದು ಸಲ್ಲಿಸಿದ ನಂತರ ಕಂಪನಿಯ ಕೋರಿಕೆಯ ಬಗ್ಗೆ ನಿಯಮಾನುಸಾರ ಅಗತ್ಯ ಕ್ರಮವಹಿಸಲಾಗುವುದು . 

Hence, subjects is placed for discussion on the request of the company to drop the proposed land acquisition proceedings by 
KIADB and refund of InitialDeposit paid to KIADB as per norms. 


Recommendation of the meeting held under the chairmanship of Principal Secretary to Government, Commerce & 
Industries Department on 04 .01.2019 : 


The Director of the company informed that 28 (1) notification for acquisition of 150 acres of land required for the project was 
issued by KIADB in the year 2012 , but the same has not progressed and acquisition is not completed . In the meanwhile the IEM issued 
by GOI for the sugar factory has also lapsed . Therefore, they want to drop the above proposal and would like to submit a fresh proposal 
with current details . 


The same was noted in the meeting and after detailed discussions it was decided to recommend to SLSWCC for approval of the 
request of the company to drop the project proposal. 

The proposal was examined & approved in the 113th SLSWCC Meeting held on 07.01.2019 . 

Government has examined the recommendations made by the 113 th State Level Single Window Clearance Committee 
(SLSWCC ) meeting held on 07 .01. 2019 , in all aspects. 
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Hence the following order. 

GOVERNMENT ORDER NO. CI 27 SPI 2019 , BENGALURU , DATED 30 .01. 2019 
Government is pleased to approve the request of the company to drop the project proposal , for which Government of Karnataka 
approval accorded vide Government Order No . Cl 152 SPI 2010 , dated 29.04. 2010 read at (2 ) above . 
PR - 77 

By Order and in the name of the Governor of Karnataka, 
SC - 10 

NAGARATHNAMMA . G 
Desk Officer (Technical Cell), 
Commerce & Industries Department. 


Sub : 


Read : 


COMMERCE AND INDUSTRIES SECRETARIAT 
Amendment to the earlier approved project proposal of M /s. Dhruvdesh Metasteel Pvt. 
Ltd . to establish a unit for manufacture of " Iron Ore pellets ” at Hirebaganal Village , 
Koppala District - reg . 
1) 32nd State High Level Clearance Committee (SHLCC ) meeting held on 

23 .08 .2013 
Government Order No. Cl 162 SPI 2013, dated 27.09 .2013. 
Proceedings of the 94th State Level Single Window Clearance Committee 

(SLSWCC )meeting held on 27.09.2016 . 
4 ) Government Order No . CI 162 SPI 2013, dated 19. 10. 2016 . 
5) Proceedings of the 113th State Level Single Window Clearance Committee 

(SLSWCC ) meeting held on 07 .01.2019. 


Preamble : 


d ) 


Om 


The project proposal of M /s. Dhruvdesh Metasteel Pvt. Ltd . to establish "Iron Ore Pellets ” of 0 .6 million ton capacity in 29 acre 8 
gunta of land to be purchased U /s 109 of KLR Act at Hirebaganal Village, Koppal Taluk & District with an investment of Rs. 242.00 
crore providing employment to 296 persons was accorded approval in the 32nd SHLCC meeting held on 28 .03. 2013 . Accordingly G . O . 
No.CI 162 SPI 2013, dated 27 .09.2013 was issued read at (2) above . 

On the request of the company subject was placed for discussion in the 94th SLSWCC meeting held on 27.09.2016 and 
accorded approval for extension of time to implement the project by 2 years . Accordingly G .O . No .CI 162 SPI 2013 , dated 19. 10 .2016 
was issued read at (4) above which is valid upto 18 . 10 .2018 . 

Now the company in their letter dated 11 .09.2018 have informed that, they have already commissioned the “ Second Unit of 100 
TPD Sponge Iron and 10 MW Captive Power Plant" with a capital investment of Rs. 120 .00 crore and created employment for about 300 
persons . However all the facilities are not implemented due to the following reasons : 

a ) Mining Lease - The allotted ore reserve in Chikanayakanahalli of about 1 Million TPD is insufficient. 
b ) Mining Lease is not executed due to overlapping of leases allotted to various companies. 

Proposal of Mining department for revised survey due to shortage of forest land etc . 
On absence of the sufficient ore , company is compelled to purchase iron ore from the open market at very high rates 
which have affected the margins . Under these circumstances Bankers have advised the company to implement the 

project in Phases. 
e ) The procedural delay in taking physicalpossession of land . 
f) Bankers have expressed their support for funding of the project subject to the Government s approval for extension of 

the period . 
In view of the above, company has requested for extension of time for further 5 years to implement the project . 

Recommendation of the meeting held under the chairmanship of Principal Secretary to Government, Commerce & 
Industries Department on 04. 01. 2019 : 

The representatives of the company informed that due to non execution of mining lease agreement and in the absence of 
sufficient Iron ore they were able to commission only 100 TPD Sponge Iron and 10 MW Captive Power Plant. In view of this , their 
Bankers have agreed to support funding for the project in phases . He has requested extension of time for implementation of the project 
by 5 years. 

It was noted that the project was approved in the year 2013 and extension of time by another 5 years is too long a period and 
hence advised the project proponent to complete the implementation in 2 years . 

The same was noted in the meeting and after detailed discussions it was decided to recommend to SLSWCC for granting 
extension of time by 2 years to implement the project. 

The proposal was examined & approved in the 113th SLSWCC Meeting held on 07 .01.2019. 
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Government has examined the recommendations made by the 113th State Level Single Window Clearance Committee 
(SLSWCC )meeting held on 07 .01. 2019,in all aspects. 
Hence the following order. 

GOVERNMENT ORDER NO. CI 28 SPI 2019 , BENGALURU, DATED 30 .01. 2019 
Government is pleased to grant extension of time by 2 years to M /s. Dhruvdesh Metasteel Pvt. Ltd . to implement the project, 
with a condition that further request for extension of time will notbe considered. 

All other terms and conditions indicated in the Government Order No. Cl 162 SPI 2013, dated 27 .09 . 2013 read at (2 ) above , 
remain unaltered . 
PR - 78 

By Order and in the name of the Governor of Karnataka , 
SC - 10 

NAGARATHNAMMA .G 
Desk Officer (Technical Cell), 
Commerce & Industries Department. 


COMMERCE AND INDUSTRIES SECRETARIAT 
Sub : Amendment to the earlier approved project proposal of M /s . Chamundeshwari Sugars 

Ltd., to establish “ 3500 TCD Sugar & 18 MW Co -gen Power” at Srinivasapura Village , 

Channarayapatna Taluk , Hasana District - reg . 
Read : 1) Proceedings of the 21st State High Level Clearance Committee (SHLCC ) 

meeting held on 29.03 .2010 . 
2) Government Order No. Ci 133 SPI 2010 , dated 26. 04. 2010. 
3) Proceedings of the 91st State Level Single Window Clearance Committee 

( SLSWCC ) meeting held on 30 .04. 2016 . 
4) Government Order No.CI 133 SPI 2010, dated 10.05.2016 . 
5 ) Proceedings of the 100th State Level Single Window Clearance Committee 

(SLSWCC) meeting held on 20 .06. 2017 . 
6 ) GovernmentOrder No.Cl 133 SPI 2010 , dated 01.07 . 2017 . 
7) Proceedings of the 105th State Level Single Window Clearance Committee 

(SLSWCC ) meeting held on 30 . 12 .2017 . 

GovernmentOrder No.Cl 133 SPI 2010, dated 08 .01.2018 . 
9 ) Proceedings of the 113th State Level Single Window Clearance Committee 

(SLSWCC ) meeting held on 07.01.2019. 
Preamble : 

State High Level Clearance Committee , in its 215 meeting held on 29.03. 2010 approved the project proposal of 
M /s . Chamundeshwari Sugars Ltd ., to modernize and expand by increasing cane crushing capacity from “ 1250 TCD to 3500 TCD & 
Co - gen Power from 1.5 MW to 18 MW ”, with an investment of Rs.145.82 crore in the existing leased land of M /s . Hemavathi Sahakari 
Sakkare Karkane at Srinivasapura Village, Channarayapatna Taluk , Hassan District. Accordingly G . O . No. Cl 133 SPL 2010 
dated 26 .04 . 2010 was issued read at (2) above. 

Company has requested for extension of time & subject was placed in 91st SLSWCC meeting held on 30 .04.2016 & the 
Committee has accorded approval for extension of time by one year i.e upto 09.05.2017. & Accordingly G .O . No . Cl 133 SPI 2010 
dated 10 . 05 . 2016 was issued read at (4 ) above . 

At the request of Company during May , 2017, the subject for extension of time till Dec , 2017 was placed in 100th SLSWCC 
meeting held on 20.06 .2017 & approved . Accordingly G . O . No. Cl 133 SPI 2010 dated 01.07 . 2017 was issued read at (6 ) above . 

Again company has requested for extension of time during December 2017. The subject was placed in 105th SLSWCC meeting 
held on 30 .12. 2017 and approved , Accordingly G .O . No. Cl 133 SPI 2010 dated 08 .01. 2018 was issued read at (7) above . 

The Company vide its letters dated 12 .11.2018 & 20 . 11. 2018 has submitted that it has taken all efforts to complete the project 
within the time frame & due to the following reasons the project got delayed. 

1. Escalation in Project Cost & delay in sanction of additional loan by the lenders. 
2. Delay of further disbursement from the lenders. 
3. The power is being evacuated through Yachenahalli 220 /66/ 11KV substation and the necessary approval has been given 

recently and therefore the construction of evacuation line require more timefor various reasons including right of way issue . 
4 . The commission & erection of Plant and Machinery would be completed by end of July 2019 with no further delay. 
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Company has requested for extension of time till 31.07 . 2019 to commission the expansion project of 3500 TCD and setting up 
of 18 MW Co - gen . 

Company has uploaded the following documents/Information to substantiate the effective steps taken so far: 
1 . Photos Exhibits of Projects:- Mill House, Boiling House Evaporator, Vaccum Pan Erection status, Duplex Juice Heater & 

Vapour line etc. 
2 . Effluenttreatment Plant: 

a) Ordering Completed & Engineering under Progress . 

b ) Land Levellingwork & Old Pipe line & Equipments dismantling Completed . 
3 . Weigh Bridge:- 30 MT to 60 MT with 9* 3 Mtr & 40 Mt to 60 MT With 12* 3 Mtr Upgradtion Foundations, Erection & 

Commissioning Work Completed . 
4 . Sulphur Godown:- Land Levelling Completed , Inspection Completed by Authorities , Marking Completed on 7. 2. 2018 for 

excavation , All Footings & Plinth Beam Completed , Column Reinforcement Under Progress. 

Validity of G .O . has expired on 07 . 11. 2018 . 
Subject for discussion : 

Amendment request for extension of time upto July 2019 for completion and commissioning of 3500 TCD Sugar & 18 MW Co 
Gen Plant. 

Recommendation of the meeting held under the chairmanship of Principal Secretary to Government, C & I Department 
on 04.01.2019: 

The representatives of the company explained the effective steps taken to implement the project and informed that they 
obtained extension of time by 10 months in the 105h SLSWCC meeting held on 20.06 .2017 as they were sure to commence the project 
within the said time. But, due to unforeseen problems like ROW problem for power evacuation and cost escalation issues , the project 
implementation was delayed . Hence , he requested time upto July 2019 for completion and commissioning of the project. 

The same was noted in the meeting and after detailed discussions it was decided to recommend to SLSWCC for granting 
extension of time upto July 2019 to implement the project. 

Government has examined the recommendations made by the 113th State Level Single Window Clearance Committee 
(SLSWCC ) meeting held on 07 .01.2019, in all aspects . 
Hence the following order. 

GOVERNMENT ORDER NO. CI 26 SPI 2019, BENGALURU , DATED 04.01.2019 
Government is pleased to grant extension of time to M /s . Chamundeshwari Sugars Ltd. upto July 2019 to implement the project 
approved vide Government Order No. Cl 133 SPI 2010 , dated 26 .04 .2010 , with a condition that further request for extension of time will 
not be considered . 

All other terms and conditions indicated in the Government Order No. Cl 133 SPI 2010 , dated: 26 .04 . 2010 read at (2 ) above, 
remain unaltered . 
PR - 79 

By Order and in the name of the Governor ofKarnataka , 
SC - 10 

NAGARATHNAMMA . G 
Desk Officer (Technical Cell), 
Commerce & Industries Department. 


COMMERCE AND INDUSTRIES SECRETARIAT 
Sub : Approval to the proposal of M /s. Showa India Pvt. Ltd . 

to establish a unit for “ Suspension system and Products , Byproduct of suspension 

system " at Vemgal Industrial Area , Kolar District 
Read : 1) Proceedings of the 57th Land Audit Committee (LAC )meeting held on 05 .11.2018 . 

2 ) Proceedings of the 113th State Level Single Window Clearance Committee 

(SLSWCC ) meeting held on 07 .01.2019. 
Preamble : 

M /s . Showa India Pvt. Ltd . has proposed to establish a unit for “ Suspension system and Products , Byproduct of suspension 
system ” with an investment of Rs. 162.73 crore, generating employment to about 231 persons at Vemgal Industrial Area, Kolar District . 

In the 57th Land Audit Committee meeting held on 05 . 11 .2018 , the representative of the company appeared before the 
committee and highlighted the project proposal and requested for allotment of 15 acres of land at Plot No .107P1 in Vemgal Industrial 
Area , Kolar District. 

The company representative further informed that; 
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Α 


The company is part of Show Corporation , Japan which has presence in more than 10 countries with 21 manufacturing 
facilities and R & D Centres . 


Α 


The company s current manufacturing facility is located in Faridabad , Haryana and mainly into manufacturing of 

Suspension systems for 4 Wheeler /2 Wheeler . The major clients of the company are Honda , Suzuki and Royal Enfield . 
→ The proposed facility at Vemgal will also develop Vendor base . 
CEO & EM , KIADB informed that Plot No . 107 -P2 measuring 15 acres is under litigation . 

The Committee noted the request of the company and opinion of CEO & EM , KIADB and after detailed discussions, resolved to 
recommend to SLSWCC for approval of the project of M /s . Showa India Pvt. Ltd . to establish a unit for “ Suspension system and 
Products , Byproduct of suspension system ” and KIADB to allot 15 acres of land at Plot No. 107P1 in Vemgal Industrial Area , Kolar 
District. 

The proposalwas examined & approved in the 113th SLSWCC Meeting held on 07 .01. 2019 . 
Government has examined the recommendations made by the SLSWCC in all aspects . 
Hence the following order. 

GOVERNMENT ORDER NO. CI 19 SPI 2019 , BENGALURU , DATED 30 .01. 2019 


Government is pleased to accord in -principle approval to the investment proposal of M /s . Showa India Pvt. Ltd . to establish a 
unit for “ Suspension system and Products , Byproduct of suspension system ” with an investment of Rs. 162.73 crore generating 
employment to about 231 persons at Vemgal Industrial Area, Kolar District with the following infrastructure assistances, incentives and 
concessions: 
Land 

KIADB to allot 15 acres of land at Plot No. 107P1 in Vemgal Industrial Area , Kolar District 
Water 

150000 LPD from KIADB 
Power 

2500 KVA from BESCOM 
Incentives & 

As per Industrial Policy of the State 
Concession 


Sanction of the above infrastructure assistances , incentives and concessions is subject to the following terms and 
conditions: 


1. 


3 


Environment: The company to obtain Consent for Establishment and Consent for Operation from KSPCB and environmental 
clearance from MoEF, Govt . of India or the Dept of Forest , Ecology & Environment,Govt. ofKarnataka , if applicable . 
Employment: The Company shall comply with the provisions of Industrial Policy of the State of Govt. of Karnataka with 
respect to local employment on the project. Prepare a plan for development of Human Resources required for the project, 
train local people. A copy of Human Resources Development plan shall be sent to the Commissioner for Industrial 
Development & Director of Industries and Commerce for monitoring . 
Vendor Development: Wherever there is scope for vendor development for the project, the company shall prepare a vendor 
development plan , develop local vendors and procure the required inputs , components and sub - assemblies from these local 
vendor units . A copy of the vendor development plan shall be sent to the Commissioner for Industrial Development & Director 
of Industries and Commerce for monitoring. 
Social Infrastructure Development: The Company is advised to take up social infrastructure development projects in the 
vicinity of the proposed location of the unit and comply with the stipulation of Company Act 2013. A copy of such projects shall 
be sent to the Commissioner for Industrial Development & Director of Industries and Commerce formonitoring. 


5 . 


Others : 


a) The company shall adopt rainwater harvesting , waste water recycling and water conservation techniques. Zero 

discharge facility should be adopted wherever applicable. 
b ) The company shall take all statutory and other necessary clearances from the competent authorities including Govt. of 

India . 
c ) As part of "Ease of Doing Business” Government vide order No. Ci 89 SPI 2013, Dated : 20. 12 .2014 has accorded 

approval to operationalise e -Udyami Phase II for obtaining various clearances / approvals / licenses etc . through 
common e-platform for the projects approved through District Level Single Window Clearance Committee (DLSWCC) or 
State Level Single Window Clearance Committee (SLSWCC ) or State High Level Clearance Committee (SHLCC ) w .e.f. 

01 . 01 . 2015 . 
d ) The approvals /NOCs of following Departments have been covered under Phase II of e-Udyami. 

i) Karnataka Industrial Areas Development Board . 
ii) Karnataka Small Scale Industries Development Corporation . 
iii) Karnataka State Pollution Control Board . 
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iv ) Factories, Boilers, Industrial Safety and Health Department 
v) Industries and Commerce Department 
vi) Town Planning Department and Local Planning Authorities 
vii) Municipal Administration Department 
viii) BESCOM /GESCOM /HESCOM /CESCOM /MESCOM 
ix) Karnataka State Fire and Emergency Services Department 

x ) Water Resources Department 
The login and passwords which are used for filing application through e- Udyami Phase I are also applicable for filing 
application through e-Udyami Phase II. E -Udyami Phase 1 web application may be accessed through 
www . ebizkarnataka. gov .in and online application along with necessary documents may please be filed for any of above 
Departments approval / NOCs . 
Karnataka Udyog Mitra (KUM ) would provide the necessary escort services for the speedy implementation of your 
project. You are requested to inform the progress made in the implementation of the project every quarter in the 

proforma. 
This approval is valid for a period of two years from the date of issue of this Government Order. 
PR - 80 

By Order and in the name of the Governor of Karnataka , 
SC - 10 

NAGARATHNAMMA .G 
Desk Officer ( Technical Cell), 
Commerce & Industries Department. 


Sub : 


COMMERCE AND INDUSTRIES SECRETARIAT 
Approval to the proposal of M /s . Honda Cars India Ltd . to establish " Spare parts , 
Storage and Distribution ” facility at Adinarayanahosahalli, Doddaballapur Taluk, 
Bengaluru Rural District. 
1) Proceedings of the 57th Land Audit Committee (LAC ) meeting held on 05. 11.2018 . 
2 ) Proceedings of the 113th State Level Single Window Clearance Committee 

(SLSWCC ) meeting held on 07 .01.2019 


Read : 


Preamble : 


M /s. Honda Cars India Ltd . has proposed to establish “ Spare parts , Storage and Distribution " facility with an investment of 
Rs. 242.00 crore , generating employment to about 920 persons at Adinarayanahosahalli, Doddaballapur Taluk , Bengaluru Rural District. 

In the 57th Land Audit Committee meeting held on 05 . 11.2018 , the representative of the company appeared before the 
committee and highlighted the project proposal and requested for allotment of 50 acres of land from KIADB at Adinarayanahosahalli, 
Doddaballapur Taluk , Bengaluru Rural District. 

The compnay representative further informed that; 
► Honda Cars India Limited (HCIL ) was incorporated in the year 1995 , with the object of manufacture and sale of 

passenger cars and components/parts of cars . 
HCIL commenced its commercial operations in December, 1997 . The first manufacturing unit was set up at Greater 
Noida, U .P in 1997 with an annual production capacity of 1, 20 , 000 units. The second plant in Tapukara is the first car 
manufacturing plant in the state of Rajasthan . The state -of the art Power train and Press shop in Tapukara plant have 
been operational since 2008 with a capacity of 1,20 ,000 units . 
The facility now proposed will be spare parts supply chain for company s 4 Wheeler, 2 Wheeler and powerpack 

manufacturing, as well as Dealers . There will be value addition by back to back supply chain packing in the facility. 

CEO & EM , KIADB informed that land is under acquisition and payment of compensation is done for part of the land. Hence it 
may take some time for land to be handed over. The representatives of the company agreed to the same. 

The Committee noted the request of the company and opinion of CEO & EM , KIADB and after detailed discussions resolved to 
recommend to SLSWCC for approval of the project of M /s . Honda Cars India Ltd . to establish " Spare parts , Storage and Distribution " 
facility and KIADB to allot 50 acres of land in Adinarayanahosahalli, Doddaballapur Taluk , Bengaluru Rural District after completion of 
acquisition process 

The proposal was examined & approved in the 113th SLSWCC Meeting held on 07.01.2019 . 
Government has examined the recommendationsmade by the SLSWCC in all aspects . 
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Hence the following order. 

GOVERNMENT ORDER No . CI 18 SPI 2019, BENGALURU, DATED 30.01.2019 
Government is pleased to accord in -principle approval to the investment proposal of M /s . Honda Cars India Ltd . to establish 
" Spare parts , Storage and Distribution ” facility with an investment of Rs . 242 .00 crore generating employment to about 920 persons at 
Adinarayanahosahalli, Doddaballapur Taluk , Bengaluru Rural District with the following infrastructure assistances, incentives and 
concessions : 


Land 


KIADB to allot 50 acres of land in Adinarayanahosahalli, Doddaballapur Taluk , Bengaluru Rural District 
after completion of acquisition process. 


Water 


1 ,00, 000 LPD from KIADB 


Power 


1500 KVA from BESCOM 


Incentives & 


: ) 


As per Industrial Policy of the State 


Concessions 


Sanction of the above infrastructure assistances, incentives and concessions is subject to the following terms and 
conditions: 


3. 


Environment: The company to obtain Consent for Establishment and Consent for Operation from KSPCB and environmental 
clearance from MoEF, Govt. of India or the Dept of Forest, Ecology & Environment, Govt. of Karnataka, if applicable . 
Employment: The Company shall comply with the provisions of Industrial Policy of the State of Govt. of Karnataka with 
respect to local employment on the project. Prepare a plan for development of Human Resources required for the project, 
train local people . A copy of Human Resources Development plan shall be sent to the Commissioner for Industrial 
Development & Director of Industries and Commerce for monitoring. 
Vendor Development: Wherever there is scope for vendor development for the project, the company shall prepare a vendor 
development plan , develop local vendors and procure the required inputs, components and sub - assemblies from these local 
vendor units . A copy of the vendor development plan shall be sent to the Commissioner for Industrial Development & Director 
of Industries and Commerce for monitoring . 
Social Infrastructure Development: The Company is advised to take up social infrastructure development projects in the 
vicinity of the proposed location of the unit and comply with the stipulation of Company Act 2013. A copy of such projects shall 
be sent to the Commissioner for Industrial Development & Director of Industries and Commerce for monitoring. 


5 . 


Others : 


a ) The company shall adopt rainwater harvesting , waste water recycling and water conservation techniques . Zero 

discharge facility should be adopted wherever applicable. 
b ) The company shall take all statutory and other necessary clearances from the competent authorities including Govt. of 

India . 


c ) As part of “ Ease of Doing Business ” Government vide order No. Ci 89 SPI 2013, Dated : 20. 12.2014 has accorded 

approval to operationalise e- Udyami Phase II for obtaining various clearances / approvals / licenses etc . through 
common e- platform for the projects approved through DistrictLevel Single Window Clearance Committee (DLSWCC ) or 
State Level Single Window Clearance Committee (SLSWCC ) or State High Level Clearance Committee (SHLCC ) w .e.f. 

01. 01.2015 . 
d ) The approvals / NOCs of following Departments have been covered under Phase II of e-Udyami. 

i. Karnataka Industrial Areas Development Board . 
ii. Karnataka Small Scale Industries Development Corporation . 

Karnataka State Pollution Control Board . 
Factories , Boilers , Industrial Safety and Health Department 
Industries and Commerce Department 

Town Planning Department and Local Planning Authorities 
vii. Municipal Administration Department 
viii. BESCOM /GESCOM /HESCOM /CESCOM /MESCOM 
ix. Karnataka State Fire and Emergency Services Department 

Water Resources Department 
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e ) 


The login and passwords which are used for filing application through e -Udyami Phase I are also applicable for filing 
application through e -Udyami Phase II. E -Udyami Phase || web application may be accessed through 
www . ebizkarnataka. gov. in and online application along with necessary documents may please be filed for any of 
above Departments approval / NOCs . 


f) 


Karnataka Udyog Mitra (KUM ) would provide the necessary escort services for the speedy implementation of your 
project. You are requested to inform the progress made in the implementation of the project every quarter in the 
proforma. 


This approval is valid for a period of two years from the date of issue of this Government Order . 


PR -81 


SC - 10 


By Order and in the name of the Governor of Karnataka, 

NAGARATHNAMMA .G 
Desk Officer (Technical Cell), 
Commerce & Industries Department. 
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